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| THE FOG SPO HAS DETERMINED THAT THIS CHANGE WILL ci 
BE REQUIRED FOR PERFORMANCE OF OTHER CHANGES BEING . 


CONSIDERED. IN FACT THE ANTICIPATED PERFORMANCE OF 
THIS GENERATOR COULD BE MARGINAL IN THE VERY NEAR FUTURE. 
REQUEST THE CONTRACTOR CONTACT VENDOR FOR THE PURPOSE 
OF IMPROVING OUTPUT OF THE UNIT. NEW BEARINGS, LUBRICANTS, 
47) AND SEALS MAY BE SUFFICIENT. - | 
GENERATORS REMOVED FROM SERVICE PER THIS ECP WILL BE 
RETAINED FOR EMERGENCY SPARES, 
REQUEST CONTRACTING OFFICER FORMALLY ADVISE CONTRACTOR 


OF SPO APPROVAL OF SUBJECT CHANGE WITH THE ADDED REQUIREMENTS 
STATED HEREIN. 
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